AERO Design Ltd. 
WORK ORDER 


WORKORDER 
2012-29 


Date opened; 
01 August 2012 


Project: 
Attachment Provisions 
Type: 
Eurocopter AS350/355 Sérias 


Batch Quantity: 
10 Sets Left Eurocopter Pod Clamp Assemblies (78621-03/-04) 


Approval: 
SH08-16 
Drawing List: 
DCL786-3 


Fabrication and Assemblv Drawing(s) 
Description 
78621, Rev. 0 
Clamp Ass'y 


Complété material tracking information on attached pages. 


Work Order pre-completion Inspection: 


Project is on Approval Limitation Record: 
Y 
Document Control List revision level matches (or exceeds) STC: 
Y 
Drawings revision levels match Document Control List: 
Y 


Purchase order or Work order source is recorded for each part/ass'y: 
Y 
Tests and inspections specifically called out on drawings are complété: 
Y'^A 
Release tags associated with ail fabricated parts are attached: 
Y 
Ail mounting hardware and supplies are included: 
Y 


List ail non-conformities raised: 


oy JT/W 9ûi2 
or Signature: 
Date: 


Approved Manufacturing Facility 73-04 
Process Control Form 001 
10 May 2006 


AERO Design Ltd. 
WORK ORDER 


Drawing: 
Assembly: 
78621 
Revision 0 


78621-01/-02/-03/-04 
Eurocopter Pod Clamp Ass'y 


Qtv Per 
Part # Description 
Material 
P.O./W.O. 
30 Total 
78621-03 LH Eurocopter Pod Clamp Assembly 
. 1 
78621-07 Attachment Clamp 
6061-T6 Aluminum, 2x2 bar 
12074 
. 1 
78621-09 Clamp 
6061-T6 Aluminum, 1 x 3.5 bar 
11047 
10 Total 
78621-04 LH-Forward Top Eurocopter Pod Clamp Assembly 
. 1 
78621-08 Attachment Clamp 
6061-T6 Aluminum, 2x2 bar 
12074 
. 1 
78621-09 Clamp 
6061-T6 Aluminum, 1 x 3.5 bar 
11047 


. 1 
3591-4CN375 
V4-28 Self Locking Helicoil 
11026 
. 1 
AN4-14A 
Boit 
11052 
.2 
AN960-416 
Washer 
. 1 
MS21044N4 
Nut 
11099 
. 1 
FT4F-175H 
TBolt 
11099 
. 1 
BH000142A4 Self Aligning Nut 
10065 


Checked 


Processes 
Per 
Mat'Is Used 
Inspection 
Signature 
Anodizing' 
MIL-A-8625F, Type il! PO12085 


Final Inspection 
Drawing 78621 
F- 


Tag incomplète parts witti Work Order # when stored between processes. 


Tag complété parts / assemblies with Release Tag prior to storage. 


Approved Manufacturing Facility 73-04 
Proœss Control Form 001 
10 May 2006 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2012-29 


6. item 


1. 
2. 


7. Description 
LH Clamp Assembly 
LH-FT Clamp Assembly 


8. Part Number 
78621-03 
78621-04 


9. Qty. 
24 
8 


10. Seriai/Batch No. 


N/A 


11. StatusA/Vork 


New 


12. Remarks 


13a. Certifies thatthe items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~T4ar--CL_CAR 571.10 Maintenance Reiease 
^ 
□ Other regùiaîîtïn-spacified in blockJZ—--^— 


Certifies that uniessotberwisg'spécified in bîocIrl^TJtiewrork identified in 
biock 1 lanfldescrîBéd in biock 12, bas been performedlfTcompliance with 
Jtie-Caîiad/an Aviation Régulations. 
^ 
13b. Sig^ure /W 
, 
W 


13c. Approved Organization Number 


AMF 73-04 


~T4tjr€igQature 
^ ^ ^PtcrApptoyed OrganizatiooJilumtjsr' 


13(1 Nâme 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
07 Jan 2013 
"T^dr-Natne 
^^ "~T4er-Date_(dd/mmm/yyyy1 
__--——^ 


Installer Responsibilities 


This certificate does not constitute authority to instaii. 


instailers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ali cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organizatlon Name and Address 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


5. Work Order/Contract/Invoice 


WO2012-29 


6. Item 
1. 
2. 


7. Description 
LH Clamp Assembly 
LH-FT Clamp Assembly 


8. Part Number 
78621-03 
78621-04 


9. Qty. 
3 
1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remartts 


13a. Certifies th'at ttie items identified above were manufactured in 
conformity to; 


Approved design data and are in condition for safe opération. 


G 
Non approved design data sF>ecif)ed in block 12. 


^Î4ar-CLCAR 571.10 Maintenance Release 
———^ 
□ Other regùiiifîOn-specifi^ in 


Certifies that unIessottjerwisg'spTCified in bioaç-HMhgwrk identified in 
block 1 l^njidescfiEédin block 12. basbeenperfomfiedTrTcompliancewith 
Jbe-eaf5a3/ar» Aviation Régulations. 
~~—— 
ISb.Sigmtur^ ^ 


M' ! 


13c. Approved Organization Number 


AMF 73-04 


"~T4t>rS4gnature 
^— 
" ~T4crV\pp[oy^ Organizatioa.NumbeF' 


ISawame 
Jeff Clarke - AD02 


13e. Date (dd/mmm/yyyy) 
18Feb 2014 


"T^dr-Narne 
"~l4Br-Datt,(^/mmm/yyyy)^,__——^ 


installer Responsibilities 


Tfiis certificate does not constitute auttiority to install. 


Installera working in accordance witti tfie national régulations of a country ottier than that specified in block 1 must ensure tliat their régulations recognize 
certifications from the country specHïed. 


Statements in blocks 13a or 14a do not constitute instailation certification. In ail cases, the technical reconj for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 
2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


4. Organization Name and Address 
AERO Design Ltd. - 
9888A Malaspina Road, Powell River, BC, V8A 0G3 


6. Item 
1. 
2. 


12. Remarks 


7. Description 
Clamp Ass'y (LH) 
Clamp Ass'y (LH. F-T) 


8. Part Numtrer 
78621-03 
78621-04 


9. Qty. 
3 


1 


10. Serial/Batch No. 


N/A 


3.Fonm Tracking No. 


5. Work Order/Contract/Invoice 


WO2012-29 


11. Statusrt/Vork 


New 


13a. Certifies that the items identified above were manufactured in 
conformity to; 
CAR 571.10 Maintenance Release 


□ Other regùiition-specified in block 1 
S 
Approved design data and are in condition for safé opération 


□ 
Non approved design data spedfied in block 12 
Certifies that unless^ttje«vis6'specified in bldcKI-arttiêwork identified in 
block 1 l^anjtdescfiBed in block 12, bas been perforrriedlrTcoinplisnce with 
adian Aviation Régulations. 
13b.y£i 
13c. Approved Organization Number 


AMF 73-04 


oyed Organizatio 


ame 
13e. Date (dd/mmm/yyyy) 
17 Jan 2014 
gjdd/mmm/yyyy) 
Jeff Clarke - AD02 


Installer Responsibilities 
This certificate does not constitute authority to install. 


must ensure that their régulations recognize 


Aero Design Ltd. 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 
Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 


AMF 73-04 


Nomenclature:^ 
Manufacturuer: 
D £S 
! 
ô- 
i 
(y 
Part No.: 
- O ^ 
Sériai / Batch No.: ^ 
/K 
"ô 
TTSN: 
/y//l 
TSO: 
Rem.: 
' 
/V//{ ^ 
Work Order No.: 
^ ^ ^ 
QJ 
Remaining Tasks to be Performed: 
AJûA>£ 
U 


Signature:_ 
y 
Lic.No./ACA /f P 


Q) 
WO 


Aero Design Ltd. 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Ph 


Q) 


(0 
Q) 


01 
tO 


one; 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 
AMP 73-04 


Remarks 


Aero Design Ltd. 
9888 A Malaspina Rd. Powell River, BC, VRA 0G3 
Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 


AMP 73-04 
Nomenclature: ^ H- 
JS'D 
C/L/iMFS 
Manufacturuer: 
E/?û 
DE 
S) 
& N 
Part No.: 
Sériai / Batch No.: 
2^//^ 
TTSN: 
A^//f 
^TSO:_ /y//\ 
Rem.: /y //\ 
Work Order No.: ^û/jy - ^ 
(Ù 
Remaining Tasks to be Performed: 
D AJ E 


JO) 
SI 
fD 


Q) 
Signature: 
^ 
Date: (2^^ 
" Lic- No. / ACA /f 


0) 


(U 
Q) 
U 


Q) 
tO 


Aero Design Ltd. 
9888 A Malaspina Rd. Powell River, BC, V8A 0G3 


Phone: 604-483-2376 Fax: 604-483-2372 E-mail: info@aerodesign.ca 


AMP 73-04 


Remarks 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^^^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2012-29 


6. Item 
1. 
2. 


7. Description 
Clamp Assembly 
Clamp Assembly 


8. Part Number 
78621-03 
78621-04 


9 Qty. 
3 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


Left Hand 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"^Tïar-CLCAR 571.10 Maintenance Release 
^ ^ 


n Other regulàIÎSrr-spa£ified in blockJ2—— 


Certifies that unlessothefwise'specified iribioclri^rtbeww identified in 
block 11and-desCfîBedin block 12, has been performeTPîrofnplianœ with 
_ltis-ea7Ta5/an Aviation Régulations. 


13b. SiMalure 
W /y/. 


13c. Approved Organization Number 


AMF 73-04 


"T^ttr-Signati^ 
^ 
' ~T4o:-Ap{i[oyed OrganizatiorLNwntiSi^ 


(t ffi 
Vil 
1 
13d./!li^e 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
30 Jan 2013 
"^TîttWJatQe 
^ 
~T4er^lalêMd/mmm/yyyy)__,_----'' ^ 


Installer Responsibllities 


This certificate does not constitute authorlty to install. 
Installers working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an Installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Foim Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2012-29 


6. Item 


1. 


2. 


7. Description 
LH Clamp Assembly 
LH-FT Clamp Assembly 


8. Part Number 
78621-03 
78621-04 


9. Qty. 
24 
8 


10. Serial/Batch No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


13a. Certifies tfiat tfie items identified above were manufactured in 
conformity to: 


K 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


~l^tar~CILCAR 571.10 Maintenance Release 
^ 


□ Other reguliïiïïTrspacified in block_12———' 


Certifies that unlessotfieAvts&'spécified inbioctnSrrttie^^rk identified in 
block llarid-descfibéd in block 12, has been perforrriedTîrcofnfiliance with 
Jtie-eaTîad/an Aviation Régulations. 
_ 
13b. Sigo^ure/7 / 
(M 
- 


13c. Approved Organization Number 


AMF 73-04 


~T4t37-S4gûaU^ 
^— ' "l^ter-Appjoy^ OrganizatioriAtufrrt^sr' 


13/ Mm& 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
07 Jan 2013 


~T4dT-Naa!e 
^— ~~T4BT-ûatgMd/mmm/yyyy) 
__-.— 


installer Responsibilities 
This certificate does not constitute authority to install. 


Installera working in accordance witti the national régulations of a country other than that specified in block 1 must ensure that ttieir régulations recognize 
certifications from ttie country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2012-29 


6. Item 


1. 
2. 


7. Description 
LH Clamp Assembly 
LH-FT Clamp Assembly 


8. Part Number 
78621-03 
78621-04 


9. Qty 
3 


1 


10. Serial/Batch No. 


N/A 


11 Status/Work 


New 


12. Remarks 


13a. Certifies ttiatttie items identified above were manufactured in 
conformity to; 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12 


~T"4a~-QCAR 571.10 Maintenance Release 
^ 


□ Other regulafîïyn-specif^ in blockJZ--— 


Certifies that unlessottieAvtsië's^cified in bîoctr-t2>-ttiejMrk identified In 
block 11ancUlescfïËéd m block 12, has been performeTTrTcofftpliance with 
\X»--&Sna3ian Aviation Régulations. 


13b. Sionéture/^T 
m Cjj. 


13c. Approved Organization Number 


AMF 73-04 


~T4lj~Sigjiati^e 
^ 
^ 
"~T4crT^pp£oyed OrganizationJ^umbST' 


Jen Clarke 


13e. Date (dd/mmm/yyyy) 
15 Aug 2012 
"T^ch-Naoïe 
^ 
' ""Tîter-Date^d/mmm/yyyy)^,.,.-——^ 


Installer Responsibilities 


This certificate does not constitute authority to install . 
Installers working in accordance with the national régulations of a country other than ttiat specified in block 1 must ensure tfiat their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification 
In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country '^^AUTHORIZED RELEASE CERTIF^^TE 


Transport Canada 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


6. Item 
1. 
2. 


7. Description 
LH Clamp Assembly 
LH Fwd-Top Clamp Ass'y 


8. Part Number 
78621-03 
78621-04 


9 Qty. 
3 


1 


10. Serlal/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


Left Fland 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
S 
Approved design data and are in condition for safe opération 


□ 
Non approved design data specified in block 12. 


~"T4a-~jn CAR 571.10 Maintenance Release 
^ 
' 


□ Other reguîàTTOn-specified in block_jL2^^- 


Certifies that unlessottiefwise'speclfied in blocIr+2,4iiework identified in 
block 11and_stescriBidin block 12, has been performedlrTcomptigr^vi/Ith 
Jba-esTîad/an Aviation Régulations. 
~~— 
13é. S&^atufé? 
/ 
if/y L. 


13c. Approved Organization Number 


AMF 73-04 


^Tztb-Stgnati^ 
— 
^ Tilcr-iApproyed OrganizatiOQjikHrrtjer" 


Ild/ilame 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
16 Aug 2012 
~T4cb-NaûTe 
^ 
"~T4Br-Datê_(dd/mmm/yyyy)____,— 


Installer Responsibllities 


This certificate does not constitute authority to install . 
Installers working in accordance \witti the national régulations of a country other than that specified In block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


\y\ 


I 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2012-29 


6. Item 
1. 
2. 


7. Description 
Clamp Assembly 
Clamp Assembly 


8. Part Number 
78621-03 
78621-04 


9. Qty. 
3 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


Left Hand 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


^T4aT—CL^R 571.10 Maintenance Release 
^ 
□ Other regùîafiîJT^specifie^n blockji-— 


Certifies that unlessotbsrwis^'specified inbioclriirttie^k identified in 
block 1 lansLdesCfiÇédin block 12, has been performedlrTcomplianc^ith 
_ttie-OaRad/an Aviation Régulations. 
m/ 


13c. Approved Organization Number 


AMF 73-04 


"T^tr-Signat^e 
^ 
^TîtCTTApptoyed OrganlzahoflJsJufrrtïÊr' 


r lu—:=—Ie 
^ 
ledf^ame 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
05 Feb 2013 


^T4idr-NarTie 
~T4eT-Oatti^/nimm/yyyy)__^------'''^ 


installer Responsibllitles 


This certificate does not constitute authority to install. 
Installera working in accordance witti the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute instailation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. -2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2012-29 


6. Item 
1. 
2. 


7. Description 
Clamp Assembly 
Clamp Assembly 


8. Part Number 
78621-03 
78621-04 


9. Qty. 
3 


1 


10. Serial/Batcti No. 


N/A 


11. StatusAA/ork 


New 


12. Remarks 


Left Hand 


13a. Certifies ttiat ttie items identified above were manufactured in 
conformity to: 


K 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in biock 12. 


"~14aT-CL.^R 571.10 Maintenance Release 


□ Ottier reguliîîîm-specifjed in 


Certifies ttiat uniessotbenvisS'specified inbiocIM^i-ttiê_^rk identified in 
biock 11jnd..desCfiB5d in biock 12, tias been perfomnedlrTcomplian^ witti 
ltie-€a7îad/an Aviation ReQuIations. 
•mj 


13c. Approved Organization Number 


AMF 73-04 


~T4trr-Sigûât^ 
^ ^ ~T4crAp<Moyed OrganizatiorjJJufritigr' 


Name 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
13 Feb 2013 
~T4rf7-NatQe 
____— 
""Pter-Oatê^/mmm/yyyy)^,^-— 


installer Responsibilltles 
Ttiis certificate does not oonstitute authority to install. 


Installera working in accordance witti ttie national régulations of a country other than tfiat specified in biock 1 must ensure ttiat ttieir régulations recognize 
certifications from ttie country specified. 


Statements in biocks 13a or 14a do not constitute installation certification. In ail cases, ttie tectinicai record for ttie aircraft must contain an installation 
certification issued in accordance witti ttie applicable national régulations before ttie aircraft may be flown. 


1. Approving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE OERTIFICATE 
FORM ONE 


S.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39^*^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2012-29 


6. Item 
1. 
2. 


7. Description 
LH Clamp Assembly 
LH Fwd-Top Clamp Assy 


8. Part Number 
78621-03 
78621-04 


9. Qty. 
3 


1 


10. Serial/Batch No. 


N/A 


11. Status/Work 


New 


12. Remarks 


13a. Certifies that the Items Identifled above were manufactured in 
conformity to: 


Approvad design data and are in condition for safe opération. 


□ 
Non approved design data specifled In block 12. 


~T4ar-~CIl_^AR 571.10 Maintenance Release 
^—— ' 
□ Other regùliîiOrr-spaciged in blockJZ- 


Certifies that uniessottisAvtse'spécified iribio2R~iar4tigwrk identified in 
block 1 lagîUtescTiBedin block 12, has been performedTîTcompiitnce vvith 
ib»-eaT!edîan Aviation Régulations. 
' 
" 
"trr/j 


13c. Approved Organization Number 


AMF 73-04 


~T4tJ~Sj9Qa^e 
^ 
' ~~T4crWpftcgy^ OrganlzatjoûAlwmbSr" 


1Marne 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
02 Apr2013 
~T^W-Naflie 
^' ~"T4B7-OalêJ^/mmm/yyyy)^__-— 


Installer Responsibllltles 
This oertificate does not constitute authorlty to install. 
Installera working in accordance witti the nationai reguiations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute instaliation certification. In aii cases, the technicai record for the aircraft must contain an installation 
certification issued in accordance with the applicable national reguiations before the aircraft may be flown. 


o 


ti 


1, Âpproving Civil Aviation Authority/Country 


Transport Canada 


2. AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39'^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Involce 


WO2012-29 


6. Item 
1. 
2. 


7. Description 
LH Clamp Assembly 
LH Fwd-Top Clamp Assy 


8. Part Number 
78621-03 
78621-04 


9. Qty. 
3 


1 


10. Serial/Batch No. 


N/A 


11. StatusAAfork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
oonformity to: 


El 
Approved design data and are in condition for safe opération. 


□ 
Non approved design data specified in block 12. 


"~T4ar—d_CAR 571.10 Maintenance Release 
^— 
□ Other regùïiîidn-specified in blockjLZ-—"'^ ' 


Certifies that unlessotjieAvtsg'spécified inbioclr-f2T-tiiejwrk identified in 
block 1 land-descrïBidin block 12, has been performedTrTcompliânce with 
iSM-GSffSdian Aviation Régulations. 
"Otr//. . 


13c. Approved Organization Number 


AMF 73-04 


""TAtr-Sigoature 
^ 
"T^tcnApptoyed OrganlzatiorLbtumtsST' 


Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
22 May 2013 
~T4dT-Narrie 
^——' 
~~T4er-Datê_(dd/mmm/yyyy)___—— 


installer Responsibllltles 


This certificats does not constitute authority to install. 
Installera working in accordance with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 


Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification issued in accordance with the applicable national régulations before the aircraft may be flown. 


. 1. Approving Civil Aviation Authority/Country 


Transport Canada 
2 AUTHORIZED RELEASE CERTIFICATE 
FORM ONE 


3.Form Tracking No. 


4. Organization Name and Address 
AERO Design Ltd. - 2013 39"^ Avenue NE, Calgary, Alberta, T2E 6R7 


5. Work Order/Contract/Invoice 


WO2012-29 


6. Item 
1. 
2. 


7. Description 
LH Clamp Ass'y 
LH Fwd-Top Clamp Ass'y 


8. Part Number 
78621-03 
78621-04 


9. Qty. 
3 


1 


10. Serial/Batch No. 


N/A 


11. StatusAVork 


New 


12. Remarks 


13a. Certifies that the items identified above were manufactured in 
conformity to: 
^ 
Approved design data and are in condition for safe opération 


□ 
Non approved design data specified in block 12. 


~~T4ar~JH CAR 571.10 Maintenance Release 


□ Other regulifibn-spa£ified in blockJ2-—-■ 


Certifies that unlessottiefwise'spécified iribiocin-ar4hg,^l< identified in 
block 1 lariiUlescfiBédin block 12, has been performedlrToomplignc^ith 
^bd-Oatiad/an Aviation Requiations. 
'——— 


13b. agr^ure^ j, / 
13c. Approved Organization Number 


AMF 73-04 


"~T4tjrS4gaature 
^— 
^ "~T2te-Apptoyed OrganizatiorLNufrttjgT' 


i:^/l^me 
Jeff Clarke 


13e. Date (dd/mmm/yyyy) 
27 May 2013 


~T4dT-Natne 
"~T4e>DateJdd/mmm/yyyy)__._...— 


Installer Responsibllities 


This certificate does not constitute authority to install. 
Installers working in accordance \with the national régulations of a country other than that specified in block 1 must ensure that their régulations recognize 
certifications from the country specified. 
Statements in blocks 13a or 14a do not constitute installation certification. In ail cases, the technical record for the aircraft must contain an installation 
certification Issued in accordance with the applicable national régulations before the aircraft may be flown. 


